January, 1953 


In Two Sections—Section 2 


EDISON 
ELECTRIC INSTITUTE 
BULLETIN 


PEO TT LIVRARY 


AUF 124 19y 


INDEX 


for 


Volume 20 


Janua ry - December 


1952 


EDISON ELECTRIC INSTITUTE 











INDEX TO 1952 EDISON ELECTRIC INSTITUTE BULLETIN 


Volume 20 


Issue Pages 
MN err isa Cores ac aivts io eiajese. 4 Suaiorg) stoner a muestie wen SieloNpla 1-32 
Ne rab sa, 5 a re encair ala: gthgoiere Cmuayeiessre iain 33-64 
March ..... Re NR ea He tad BAGS as 5 pice IU Bhi tate, WIS ONAN 65-96 
Rs kg coc, plecbidua andy na Bikini 97-144 
ee rola ss Bibox crs piste ah hb badiarbvensreroiay 66 ia ae Wo HORE OS 145-1 76 
RN Aa he Oe Se a aL os. oe tau te migra g une a w iG alae Bw ed 177-208 
General 
A 


A-C Resistance of Pipe-Cable Systems with Segmental Con- 
ductors, 87 
Accident Prevention 
Accident Prevention Pays Off—H. C. Thuerk, 5 
Are You Leading Your Safety Program?—Dr. Walter A. 
Cutter, 223 
Fatal Accidents in the Electric Light and Power Industry, 
391 
Graduation Exercises Conclude Fifth Annual Ebasco 
Safety Seminar, 76 
Review and Classification of 141 Fatal Accidents Reported 
During 1950 Within the Electric Light and Power 
Industry, 388 
Safety Bulletin Instructs Students in Appliance Use, 24 
Safety Merit Award Certificate Marks Attainment of 200 
Million Accident-Free Man-Hours, 43 
Twenty-One Million Man-Hours of Safe Operation Honor- 
ed by Safety Merit Awards, 264 
Accident Prevention Committee 
Indianapolis Meeting, 283 
New Orleans Meeting, 27 
Rochester Meeting, 435 
Accident Prevention Pays Off—H. C. Thuerk, 5 
Accountants Meet to Consider Industry Problems at Joint 
Conference, 109 
Accountants to Meet in New York City, 39 
Accounting 
Accountants Meet to Consider Industry Problems at Joint 
Conference, 109 
Accountants to Meet in New York City, 39 
Credit Picture, 55, 198, 392 
Current Look at Frauds and Embezzlements—J. C. Myers, 
163 
ee of Management Employees—E. R. Eberle, 
191 


How Much Internal Auditing Is Enough?—Charles J. 
Nichols, 165 
Long-Range Forecasting—H. H. Scaff, 399 
Opportunities for Accountants in Public Relations—Kin- 
sey M. Robinson, 125 
Some Practical Aspects of Depreciation Accounting—Ar- 
thur H. Kuhn, 199 
Study of Annual Reports to Stockholders for 1951—E. E. 
Roll, 427 
Accounting and Commercial Committees Prepare for Busy 
Year, 375 
Achievement Is EEI Committee Trademark, 327 
Activities of Committee on Boiler Feedwater Studies, 25 
Aluminum Conductor and Connectors—C. E. Baugh, 185 
American Enterprise, Freedom’s First Line of Defense— 
Horace P. Liversidge, 65 
American Power Conference Held in Chicago, 135 
America’s Defense and the American Way—Allan B. Kline, 269 
Anniversary of Benjamin Franklin’s Kite Experiment Empha- 
sizes His Electrical Discoveries, 28 
Annual Award for Outstanding District Manager Established 
by Louisiana Power & Light, 52 
Annual Prize Awards Signify Electric Industry Advance, 363 
Annual Regional Meetings Announced by Public Utilities Ad- 
vertising Association, 322 
Annual Young Men’s Utility Conference to Convene in Fort 
. Wayne, 79 
Are You Leading Your Safety Program?—Dr. Walter A. 
Cutter, 223 
Are We Doing Half as Well as We Know How?—O. R. Wil- 
liamson, 137 


Issue Pages 
RMN is 25 Naina. 5 sata Tau ce pata braised Mid Dio ai deeb WG ae 209-256 
Ro wikng ew kp aes ek aha woe ns kaa Seta leeoan 257-288 
ERENT eo Sng oe OC cna a cy, doc era th aig era alent oemee ee IE 289-320 
IRI ihe 5 ok co hik ra 9 <5 a a Si ASE win Salaam 321-368 
NN oto adn inte avanpaee oreo aha bie ta asnthe eoe et Gee PoRO 369-408 
NN ig. 6 Ju. FDC RG esha DRA Od. eee ee. SORA 409-440 
Index 


Area Development 
Area Development Activities of Electric Companies— 
George R. Keegan, 45 
Area Development Institute at Yale University—J. Frank 
Gaskill, 281 
Area Development Institute Conducted at Yale University, 
426 


Carolina Power & Light Sponsors Contest to Stimulate 
Community Development, 179 
Case History of a Vacationland—E. M. Huben, 423 
Vision in Power—Philip Sporn, 177 
Why of Area Development—Paul V. Hayden, 73 
Area Development Activities of Electric Companies—George 
R. Keegan, 45 
Area Development Institute at Yale University—J. Frank 
Gaskill, 281 
Area Development Institute Conducted at Yale University, 426 
Atlantic City Electric Concludes Record-Breaking Commercial 
Cooking Campaign, 276 
Atlantic City Electric Develops Booklet for Reception-Room 
Reading, 37 
Awards 
Annual Award for Outstanding District Manager Estab- 
lished by Louisiana Power & Light, 52 
Annual Prize Awards Signify Electric Industry Advance- 
ment, 363 
American Enterprise, Freedom's First Line of Defense— 
Horace P. Liversidge, 65 
Coffin (Charles A.) Award Presented to Pacific Gas and 
Electric Co., 222 
Dow (Alex) Awards Presented to Five Detroit Edison 
Employees, 207 
EEI Resuscitation Cases Demonstrate Effectiveness of 
Life-Saving Techniques, 309 
EEI Resuscitation Medals Honor Twenty-Four Electric 
Company Employees in 1951, 21 
Hasbrouck (H. C.) Honored by Accounting Groups Upon 
His Retirement, 113 
Increased Effectiveness of Sales Operations Called for at 
EEI Sales Conference, 103 
(Presentation of the George A. Hughes, Laura McCall, 
Thomas W. Martin, Planned Lighting, Frank Watts, 
and George Westinghouse Awards) 
Officers Elected and Contest Winners Announced at An- 
nual PUAA Convention, 205 
Pioneering and Development of Electrical Service to the 
Farm—A. E. Silver, 403 
Prize Essays of Detroit Edison Employees Warn Against 
Dangers of Nationalization, 4 
Public Service of Colorado Receives Highest of 1951 Free- 
doms Foundation Awards, 83 , 
Safety Merit Award Certificate Marks Attainment of 200 
Million Accident-Free Man-Hours, 43 
Schuchert (J. S.) Wins James H. McGraw Award, 280 
Teamwork and Safety Training Underlie Presentations of 
EEI Resuscitation Medals, 57 
Twenty-One Million Man-Hours of Safe Operaticn Hon- 
ored by Safety Merit Awards, 264 
Wisconsin Public Service Establishes Award for Employee 
Contributing Most to Customer Relations, 197 


B 


Balanced Electric Company Sales Program—Walter H. Sam- 
mis, 117 
Big Storm—Harry S. Furlong, 81 


Page 2 





Caroli 


Case } 
Cerem 


Chemi 
Clevel: 


Clevel 
Coal 
Coffin 
Collee 
Comm 
E 
E 
Ir 
Comm 
Ss 
Comp 


Comp 
Comp 


Comp 
Conve 


A 


S * *m "D> 





ages 
|-256 
'-288 
|-320 
-368 
-408 
1-440 


a 
rank 
sity, 


late 


orge 
‘ank 


426 
‘cial 


oom 


tab- 
nee- 
ieo— 
and 
son 

of 
tric 
pon 
‘at 


all, 
tts, 


An- 
the 


nst 





EDISON ELECTRIC INSTITUTE BULLETIN 


Book Reviews 
New Book Chronicles P. G. and E. History, 429 
New EEI Publication on Home Lighting, 368 
New Edition of Industry Booklet Provides Comprehensive 
Survey of Industry Operation, 416 
New Home Lighting Idea Book Published, 440 
Tree Clearance for Overhead Lines, 12 
Business Management 
Managing to Have Good Management—Lawrence A. Ap- 
pley, 232 
On Some Aspects of Management—Ralph J. Cordiner, 257 
Planningest People—Gwilym A. Price, 294 
This _ of Government—Hon. Wallace F. Bennett, 
2: 7 


Cc 


Carolina Power & Light Sponsors Contest to Stimulate Com- 
munity Development, 179 
Case History of a Vacationland—E. M. Huben, 423 
Ceremonies Mark Fifty Per Cent Home Ownership of Wiscon- 
sin Power and Light Co., 151 
Chemical Heat Storage for Heat Pumps, 168 
Cleveland—Lakeside Setting for Institute’s Twentieth Annual 
Convention, 67 
Cleveland Convention Program, 97 
Coal 
Nuclear Power’s Place in U. S. Electric Power Supply— 
Present and Prospective—Philip Sporn, 411 
Coffin (Charles A.) Award Presented to Pacific Gas and Elec- 
tric Co., 222 
Collection Practices 
Credit Picture, 55, 198, 392 
Commercial Activities 
EEI Commercial News Briefs—Merrill E. Skinner, 53 
EEI Sales Conference Will Offer a Diversified and For- 
ward-Looking Program, 41 
Increased Effectiveness of Sales Operations Called for at 
EEI Sales Conference, 103 
Commercial Cooking 
Atlantic City Electric Concludes Record-Breaking Commer- 
cial Copking Campaign, 276 
Swivel Chairs for Sale—E. P. Werley, 152 
Competitions Affecting Industry—Productive and Destructive 
—Charles E. Oakes, 121 
Complexities of a National Water Policy—Abel Wolman, 248 
Components of a Strong Public Relations Program—H. S. Met- 
calfe, 77 
ae Program Planned for Annual NCUR Meeting, 





Conventions and Meetings 

Accident Prevention Committee Meetings, 27, 283, 435 

Accountants Meet to Consider Industry Problems at Joint 
Conference, 109 

Accountants to Meet in New York City, 39 

Activities of Committee on Boiler Feedwater Studies, 25 

American Power Conference Held in Chicago, 135 

Annual Regional Meetings Announced by Public Utilities 
Advertising Association, 322 

Annual Young Men’s Utility Conference to Convene in 
Fort Wayne, 79 

Area Development Institute at Yale University—J. Frank 
Gaskill, 281 

Sa Institute Conducted at Yale University, 


Cleveland Convention Program, 97 

Cleveland—Lakeside Setting for Institute’s Twentieth An- 
nual Convention, 67 

—a Program Planned for Annual NCUR Meet- 
ing, 

EEI Engineering Committees Group Meeting, 135 

KEI Sales Conference Will Offer a Diversified and For- 
ward-Looking Program, 41 

Electrical Equipment Committee Meeting, 92 

Forty-Fifth Annual Meeting of PEA Convenes in Pitts- 
burgh, 430 

Graduation Exercises Conclude Fifth Annual Ebasco 
Safety Seminar, 76 

Increased Effectiveness of Sales Operations Called for at 
EEI Sales Conference, 103 

Hydraulic Power Committee Meeting, 203 

— Relations Conference Program—F. E. Verdin, 

Joint Public Utility Motor Vehicle Conference, 63 

Meter and Service Committee Meeting, 91 


Page 3 


Officers Elected and Contest Winners Announced at Annual 
PUAA Convention, 205 

Prime Movers Committee Meeting. 98, 204, 436 

Purchasing and Stores Committee Meeting, 201 

Rocky Mountain Electrical League Holds 40th Annual 
Convention in Colorado, 342 . 

Top Business Executives See Preview of GE Motion Pic- 
ture, 398 

Transmission and Distribution Committee Meeting, 90, 201, 


437 
Twentieth Annual Convention Sets Sights for Further In- 
dustry Progress, 209 
Credit Picture, 55, 198, 392 
Current Look at Frauds and Embezzlements—J. C. Myers, 163 
Customer Opinion Surveys—the Professional Approach—J. R. 
Maher, 160 
Customer Relations 
Are We Doing Half as Well as We Know How?—O. R. 
Williamson, 137 
Atlantic City Electric Develops Booklet for Reception- 
Room Reading, 37 
Components of a Strong Public Relations Program—H. S. 
Metcalfe, 77 
Customer Opinion Surveys—the Professional Approach— 
J. R. Maher, 160 
New Pelco Headquarters Dedicated, 61 
Opportunities for Accountants in Public Relations—Kinsey 
M. Robinson, 125 
PP&L Conducts Community Meeting to Explain Plans for 
New Martins Creek Plant, 180 
Subject: Christmas, 13 


D 


Depreciation 
Some Practical Aspects of Depreciation Accounting—Ar- 

thur H. Kuhn, 199 

Development of Management Employees—E. R. Eberle, 191 . 

Do We Need to Step Up Our Selling Efforts Now ?—Murray F. 
Gill, 421 

Dow (Alex) Awards Presented to Five Detroit Edison Em- 
ployees, 207 


E 


Economic Practicability of Railroad Electrification Studied in 
New Report, 305 
Economy in Local Government Is Your Job—Garth A. Shoe- 
maker, 49 
Edison, Thomas A. 
Nation-Wide Observances Honor Anniversary of Thomas 
Alva Edison’s Birth, 70 
EEI Commercial News Briefs—Merrill E. Skinner, 53 
EEI Committees 
Accountants Meet to Consider Industry Problems at Joint 
Conference, 109 
Accountants to Meet in New York City, 39 
Accounting and Commercial Committees Prepare for Busy 
Year, 375 
Achievement Is EEI Committee Trademark, 327 
Area Development Activities of Electric Companies— 
George R. Keegan, 45 
EEI Commercial News Briefs—Merrill E. Skinner, 53 
EEI Sales Conference Will Offer a Diversified and For- 
ward-Looking Program, 41 
Increased Effectiveness of Sales Operations Called for at 
EEI Sales Conference, 103 
Meter and Service Committee Enters Its Twentieth Year, 


Personnel of EEI Committees for 1952-53, 345 
EEI Convention 
Cleveland—Lakeside Setting for Institute’s Twentieth An- 
nual Convention, 67 
Cleveland Convention Program, 97 
President’s Address—George M. Gadsby, 215 
Special Convention Musical Program to Be Presented 
Through Courtesy of Westinghouse, 102 
Twentieth Annual Convention Sets Sights for Further In- 
dustry Progress, 209 
EEI Engineering Committees Group Meeting, 135 
EEI Publications and Service Material, 173 
EEI Resuscitation Cases Demonstrate Effectiveness of Life- 
Saving Techniques, 309 
EEI Resuscitation Medals Honor Twenty-Four Electric Com- 
pany Employees in 1951, 21 








Page 4 


EEI Sales Conference Will Offer a Diversified and Forward- 
Looking Program, 41 
Electric Industry 
Annual Prize Awards Signify Electric Industry Advance- 
ment, 363 
Balanced Electric Company Sales Program—Walter H. 
Sammis, 117 
Competitions Affecting Industry—Productive and Destruc- 
tive—Charles E. Oakes, 121 
Electric Industry’s Future Under Investor Ownership Is 
Assured—B. L. England, 323 
Fallacies of ‘Public Ownership”—J. W. McAfee, 1 
Future of Private Power Companies—J. E. Corette, 251 
Institute President Affirms Industry’s Readiness to Meet 
All Needs, 259 
New Edition of Industry Booklet Provides Comprehensive 
Survey of Industry Operation, 416 
Opportunity Unlimited—Pressly H. McCance, 145 
Power for Freedom, 71 
President’s Address—George M. Gadsby. 215 
Socialism as a Competitor—George M. Gadsby, 115 
Struggle for Power—W. C. Mullendore, 261 
Vision in Power—Philip Sporn, 177 
We Are Pioneers—B. L. England, 371 
Electric Industry’s Future Under Investor Ownership Is As- 
sured—B. L. England, 323 
Electric Kitchen and Laundry 
Indiana Electric Companies Present Trailer-Mounted 
“Heart Kitchen” to Indiana Heart Foundation, 84 
Swivel Chairs for Sale—E. P. Werley, 152 
Electric Power Supply 
What Are the Power Needs and Resources of New Eng- 
. : land ?—Albert A. Cree, 393 
Electric Power Systems and Nuclear Power—Walker L. Cisler, 


9 
“< 








Electric Water Heating 
How We Get Volume Sales of Water Heaters—J. H. K. 
: f Shannahan, 189 
Electrical Equipment 
A-C Resistance of Pipe-Cable Systems with Segmentai 
Conductors, 87 
Aluminum Conductor and Connectors—C. E. Baugh, 185 
Electric Power Systems and Nuclear Power—Walker L. 
Cisler, 289 
T ’ . , + . 
Nuclear Power’s Place in U. S. Electric Power Supply— 
Present and Prospective—Philip Sporn, 411 
Operation and Maintenance of Metalclad Switchgear 
R. M. Pennypacker, 85 
Power Regained by Cleaning Santeetlah Tunnels—B. J. 
Fletcher, 431 
Recent Engineering Advances in Electric Power Supply 
Systems—J. H. Foote, 219 
Secondary Capacitors—Chase Hutchinson, 131 
: Sleeve or Ball Bearings for Generating Station Motors, 303 
Electrical Equipment Committee 
Cincinnati Meeting, 92 
Electrical Leagues 
Why My Company Thinks It Is Good Business to Cooper- 
. ate with an Electrical League—Will T. Clark, 17 
Eleven Companies Join Dow-Edison Nuclear Study, 434 
Employee Information Programs 
Mobile Classroom Helps Colorado Co. Maintain Close Con 
: tact with Employees, 275 
Employee Relations 





Components of a Strong Public Relations Program—H. S. 


Metcalfe, 77 
Employee Training 
Accident Prevention Pays Off—H. C. Thuerk, 5 


Are We Doing Half as Well as We Know How?—O. R. 


Williamson, 137 
Executive and Supervisory Training and Development 
Ernest R. Acker, 265 
Recruiting and Maintaining Middle-Management Man- 
power—F. L. Larkin, 33 
Encroachment: the Drive Toward Federal Control of Power 
Allan A. Smith, 337 
Engineers 


Make the Most of Engineering Manpower—A. C. Mon- 


teith, 157 
Engiand 
English Public Ultimately Pays Fines Imposed on York- 
shire Electricity Authority, 25 


English Public Ultimately Pays Fines Imposed on Yorkshire 


Electricity Authority, 25 





EDISON ELECTRIC INSTITUTE BULLETIN 


Executive and Supervisory Training and Development—Ernest 
R. Acker, 265 
Executive Development : 

Annual Young Men’s Utility Conference to Convene in Fort 
Wayne, 79 

Development of Management Employees—E. R. Eberle, 191 

Executive and Supervisory Training and Development— 
Ernest R. Acker, 265 

How Do Thoughtful Youngsters Choose Careers Today ?— 
Dr. Adam S. Bennion, L. R. Gaty, W. O. Turner and 
F. E. Verdin, 244 

Make the Most of Engineering Manpower—A. C. Monteith, 
157 

Managing to Have Good Management—Lawrence A. Ap- 
pley, 232 

On the Frontiers Where Industry and Education Meet— 
Deane W. Malott, 241 

Recruiting and Maintaining Middle-Management Man- 
power—F. L. Larkin, 33 

Super-Specialization—Paul Lupke, 51 

Utility Executive Development Program to Be Offered 
Again This Summer, 4 

Utility Management Workshop to Be Held at Columbia 
University in August, 148 

Vision in Power—Philip Sporn, 177 


F 


Fallacies of “Public Ownership”—J. W. McAfee, 1 
Far-Reaching Implications of the Niagara Controversy—Earle 
J. Machold, 227 
Farm Electrification 
Farmer and His Problems—Herrell DeGraff, 183 
Making Electricity Do More and Earn More for the Farme: 
—B. L. England, 417 
Pioneering and Development of Electrical Service to the 
Farm—A. FE. Silver, 403 
Farmer and His Problems—Herrell DeGraff, 183 
Fatal Accidents in the Electric Light and Power Industry, 391 
Federal Power in Connecticut Not Justified, Knapp States, 344 
Federal Power in the Missouri Valley—N. B. Gussett, 149 
Forecasting 
Forecasting Techniques—Car] E. Sandeen, 195 
Long-Range Forec»sting—H. H. Scaff, 399 
Vision in Power—Philip Sporn, 177 
Forecasting Techniques—Carl E. Sandeen, 195 
Forty-Fifth Meeting of PEA Convenes in Pittsburgh, 430 
Franklin, Benjamin 
Anniversary of Benjamin Franklin’s Kite Experiment 
Emphasizes His Electrical Discoveries, 28 
Free Enterprise 
America’s Defense and the American Way—Allan B. Kline, 
269 
American Enterprise, Freedom’s First Line of Defense- 
Horace P. Liversidge, 65 
Competitions Affecting Industrv—Productive and Destruc- 
tive—Charles E. Oakes, 121 
Encroachment: the Drive Toward Federal Control of 
Power—Allan A. Smith, 337 
Fallacies of “Public Ownership”—J. W. McAfee, 1 
Future of Private Power Companies—J. E. Corette, 251 
Keeping Pace with Purchasing Progress—C. F. Ogden, 277 
Management’s View of the Power Sales Job—Sherman Re 
Knapp, 181 
Planningest People—Gwilym A. Price, 294 
Power for Freedom, 71 
Socialism as a Competitor—George M. Gadsby, 115 
Struggle for Power—W. C. Mullendore, 261 
Using the Commercial Department to Sell “More Power 
from Niagara”’—W. A. Lyons, 153 
Why of Area Development—Paul V. Hayden, 73 
Future of Private Power Companies—J. E. Corette, 251 


G 


Generating Capacity 
Planning for Growth on the System of the Dayton Power 
and Light Company—H. E. Deardorff, 8 
Government 
America’s Defense and the American Way—Allan B. Kline, 
269 
On “Absolute Discretion” in Government, 60 
This Business of Government—Hon. Wallace F. Bennett, 


9 


» 
wo 





Governr 
Am 


Cor 


Eco 
Ecc 


Enc 
Eng 


Fal 
Fat 
Fec 
Fec 
Fut 
Ke 
Of 

Op 
Po 
Pri 
Soc 
Str 
Us 


Wt 
Govern 


Ris 


Gradua 


Hasbro 
Heat P 
Ch 


Home § 


H« 
In 


‘ 


Home | 
How D 
How 
How V 
Hydra 

Ck 
Hydro 

Cc 


Fe 


Incent: 
Increa 
Indian 


Indust 
In 


In 


Indust 
Institu 


Intern 
CQ 


H 


nest 
Fort 
191 


ant— 


and 
ith, 
Ap- 
et— 


an- 


red 


ibia 


arle 


me} 


the 


391 
344 


ent 


ine, 


251 


277 


ver 


ver 


ne, 


tt, 





EDISON ELECTRIC INSTITUTE BULLETIN 


Government Ownership : 
American Enterprise, Freedom’s First Line of Defense— 
Horace P. Liversidge, 65 
Competitions Affecting Industry—Productive and Destruc- 
tive—Charles E. Oakes, 121 
Economist’s Nightmare, 250 
Economy in Local Government Is Your Job—Garth A. 
Shoemaker, 49 
Encroachment: the Drive Toward Federal Control of 
Power—Allan A. Smith, 337 , 
English Public Ultimately Pays Fines Imposed on York- 
shire Electricity Authority, 25 
Fallacies of “Public Ownership”—J. W. McAfee. 1 
Far-Reaching Implications of the Niagara Controversy— 
Earle J. Machold, 227 
Federal Power in Connecticut Not Justified, Knapp States, 
344 
Federal Power in the Missouri Valley—N. B. Gussett, 149 
Future of Private Power Companies—J. E. Corette, 251 
Keeping Pace with Purchasing Progress—C. F. Ogden, 277 
Of Interest to Taxpayers, 38 
Opportunity Unlimited—Pressly H. McCance, 145 
Power for Freedom, 71 
Prize Essays of Detroit Edison Employees Warn Against 
Dangers of Nationalization, 4 
Socialism as a Competitor—George M. Gadsby, 115 
Struggle for Power—W. C. Mullendore, 261 
Using the Commercial Department to Sell ‘More Power 
from Niagara’—W. A. Lyons, 153 
What Are the Power Needs and Resources of New Eng- 
land?—Albert A. Cree, 393 
Government Regulation 
Rising Costs and Utility Regulation—James R. Durfee, 19 
Graduation Exercises Conclude Fifth Annual Ebasco Safety 
Seminar, 76 


H 


Hasbrouck (H. C.) Honored by Accounting Groups Upon His 
Retirement, 113 
Heat Pump 
Chemical Heat Storage for Heat Pumps, 168 
Home Service 
Home Service and the Health Home—Harry Restofski, 129 
Indiana Electric Companies Present Trailer-Mounted 
“Heart Kitchen” to Indiana Heart Foundation, 84 
Home Service and the Health Home—Harry Restofski, 129 
How Do Thoughtful Youngsters Choose Careers Today ?—Dr. 
Adam S. Bennion, L. R. Gaty, W. O. Turner. F. E. 
Verdin, 244 
How Much Internal Auditing Is Enough?—Charles J. Nichols, 
165 
How We Get Volume Sales of Water Heaters—J. H. K. Shan- 
nahan, 189 
Hydraulic Power Committee 
Chicago Meeting, 203 
Hydro Power 
Complexities of a National Water Policy—Abel Wolman, 
Far-Reaching Implications of the Niagara Controversy— 
Earle J. Machold, 227 
Federal Power in the Missouri Valley—N. B. Gussett, 149 
Using the Commercial Department to Sell “More Power 
from Niagara”—W. A. Lyons, 153 





I 


Incentive Compensation for Middle Management in a Public 
Utility—Arch Patton, 273 
Increased Effectiveness of Sales Operations Called for at EEI 
: Sales Conference, 103 
Indiana Electric Companies Present. Trailer-Mounted “Heart 
Kitchen” to Indiana Heart Foundation, 84 
Industrial Relations 
Incentive Compensation for Middle Management in a Pub- 
lic Utility—Arch Patton, 273 
— Relations Conference Program—F. E. Verdin, 
e » 
Industrial Relations Conference Program—F. E. Verdin, 343 
Institute President Affirms Industry’s Readiness to Meet All 
Needs, 259 
Internal Auditing 
— Look at Frauds and Embezzlements—J. C. Myers. 
63 
How Much Internal Auditing Is Enough?—Charles J. 
Nichols, 165 


Page 5 


Interviewing Salesmen—-Harold T. Belcher, 194 
Investor Development of Rivers Subject of Wisconsin State 
Fair Exhibit, 365 
Investor Relations 
Ceremonies Mark Fifty Per Cent Home Ownership of Wis- 
consin Power and Light Co., 151 
Components of a Strong Public Relations Program—H. S. 
Metcalfe, 77 
PP&L Commemorates Registration of 75,000th Share 
Owner, 391 


J 
Joint Public Utility Motor Vehicle Conference, 63 


K 


Keeping Pace with Purchasing Progress—C. F. Ogden, 277 


L 


Long-Range Forecasting—H. H. Scaff, 399 


M 


Make the Most of Engineering Manpower—A. C. Monteith, 157 

Making Electricity Do More and Earn More for the Farmer— 
B. L. England, 417 

Management’s View of the Power Sales Job—Sherman R. 
Knapp, 181 

Managing to Have Good Management—Lawrence A. Appley, 

Marburg (Edgar) 1951 Lecture Published in Booklet Form by 
ASTM, 197 

Meter and Service Committee 

Birmingham Meeting, 91 

Meter and Service Committee Enters Its Twentieth Year, 406 

Mobile Classroom Helps Colorado Company Maintain Close 
Contact with Employees, 275 


N 
Nation-Wide Observances Honor Anniversary of Thomas Alva 
Edison’s Birth, 70 
Nation-Wide Observances of Production for Freedom Week 
Planned for September, 156 
New Book Chronicles P. G. and E. History, 429 
New Edition of Industry Booklet Provides Comprehensive Sur- 
vey of Industry Operation, 416 
New EEI Publication on Home Lighting, 368 
New England 
Federal Power in Connecticut Not Justified, Knapp States, 
344 
What Are the Power Needs and Resources of New Eng- 
land ?—Albert A. Cree, 393 
New Home Lighting Idea Book Published, 440 
New Pelco Headquarters Dedicated, 61 
New York State Electric & Gas Co. Conducts Centennial Ob- 
servances, 370 
Nuclear Power 
Electric Power Systems and Nuclear Power—Walker L. 
Cisler, 289 
Eleven Companies Join Dow-Edison Nuclear Study, 434 
Nuclear Power’s Place in U. S. Electric Power Supply— 
Present and Prospective—Philip Sporn, 411 
Nuclear Power’s Place in U. S. Electric Power Supply—Pres- 
ent and Prospective—Philip Sporn, 411 


O 


Obituaries 
Arthur, M. Wilson, 7 
Busby, T. A., 66 
Crumb, K. B., 416 
Daly, John J., 408 
Deal, Erastus C., 282 
Gunn, Donald, 433 
Paterson, A. B., 306 
Polhemus, Halsey D., 86 
Rintoul, James L., 26 
Stewart, Douglas C., 120 
Strait, Edward N., 26 
Tidd, George N., 272 
Wakeman, Edward A., 438 
Watts, Frank E., 429 








Page 6 


Of Interest to Taxpayers, 38 ; 

Officers Elected and Contest Winners Announced at Annual 
PUAA Convention, 205 

On “Absolute Discretion” in Government, 60 * 

On Some Aspects of Management—Ralph J. Cordiner, 257 

On the Frontiers Where Industry and Education Meet—Deane 
W. Malott, 241 

Operating Function of No Concern to Public Power Projects— 
Ann F. Lord, 307 

Operation and Maintenance of Metalclad Switchgear—R. M. 
Pennypacker, 85 

Opinion Surveys ; 

Customer Opinion Surveys—the Professional Approach— 

J. R. Maher, 160 : 7 

Opportunities for Accountants in Public Relations—Kinsey M. 
Robinson, 125 

Opportunity Unlimited—Pressly H. MeCance, 145 


P 


PP&L Commemorates Registration of 75,000th Share Owner, 
391 
PP&L Conducts Community Meeting to Explain Plans for New 
Martins Creek Plant, 180 
Personnel 
Personnel of EEI Committees for 1952-53, 345 
Personnel of EEI Committees for 1952-53, 345 
Pioneering and Development of Electrical Service to the Farm 
—A. E. Silver, 403 
Planning for Growth on the System of the Dayton Power and 
Light Company—H. E. Deardorff, 8 
Planning Kilovar Supply—C. H. Hoffman, 295 
Planningest People—Gwilym A. Price, 294 
Plans for Production for Freedom Week Move Into High Gear, 
308 
Power for Freedom, 71 
Power Regained by 
Fletcher, 431 
President’s Address—George M. Gadsby, 215 
Prime Movers Committee 
Chattanooga Meeting, 93 
Chicago Meeting, 204 
; New Orleans Meeting, 436 
Prize Essays of Detroit Edison Employees Warn Against Dan- 
gers of Nationalization, 4 
Production for Freedom Week 
Nation-Wide Observances of Production for Freedom Week 
Planned for September, 156 
Plans for Production for Freedom Week Move Into High 
Gear, 308 
Public Relations 
Are We Doing Half as Well as We Know How?—O. R. 
Williamson, 137 
Components of a Strong Public Relations Program—H. S. 
Metcalfe, 77 
Customer Opinion Surveys—the Professional Approach— 
_J. R. Maher, 160 
Indiana Electric Companies Present Trailer-Mounted 
“Heart Kitchen” to Indiana Heart Foundation, 84 
Opportunities for Accountants in Public Relations Kinsey 
M. Robinson, 125 
Management’s View of the Power Sales Job—Sherman R. 
_ Knapp, 181 
New Pelco Headquarters Dedicated, 61 
New York State Electric & Gas Co. Conducts Centennial 
Observances, 370 
PP&L Commemorates 
Owner, 391 
PP&L Conducts Community Meeting to Explain Plans for 
New Martins Creek Plant, 180 
Subject: Christmas, 13 
Why of Area Development—Paul V. Hayden, 73 
Public Service of Colorado Receives Highest of 1951 Freedoms 
Foundation Award, 83 
Purchasing and Stores 
Interviewing Salesmen—Harold T. Belcher, 194 
Keeping Pace with Purchasing Progress—C. F. Ogden, 277 
Purchasing and Stores Committee 
New Orleans Meeting, 201 


Cleaning Santeetlah Tunnels—B. J. 


fegistration of 75,000th Share 


R 
Railroad Electrification 


Economic Practicability of Railroad Electrification Studied 
in New Report, 305 





EDISON ELECTRIC INSTITUTE BULLETIN 


Rates 


Rising Costs and Utility Regulation—James R. Durfee, 19 
Recent EEI Publications, 89 
Recent Engineering Advances in Electric Power Supply Sys- 
tems—J. H. Foote, 219 
Recruiting and Maintaining Middle-Management Manpower— 
F. L. Larkin, 33 
Resuscitation 
EEI Resuscitation Cases Demonstrate Effectiveness of 
Life-Saving Techniques, 309 
EEI Resuscitation Medals Honor Twenty-Four Electric 
Company Employees in 1951, 21 
Teamwork and Safety Training Underlie Presentations of 
EEI Resuscitation Medals, 57 
Rising Costs and Utility Regulation—James R. Durfee, 19 
Rocky Mountain Electrical League Holds 49th Annual Conven- 
tion in Colorado, 342 


8 


Safety Bulletin Instructs Students in Appliance Use, 24 
Safety Merit Award Certificate Marks Attainment of 200 Mil- 
lion Accident-Free Man-Hours, 43 
Sales and Sales Promotion 
Atlantie City Electric Concludes Record-Breaking Com- 
mercial Cooking Campaign, 276 
Balanced Electric Company Sales Program—Walter H. 
Sammis, 117 
Do We Need to Sten Up Our Selling Efforts Now?— 
Murray F. Gill, 421 
EEI Commercial News Briefs—Merrill E. Skinner, 53 
Farmer and His Problems—Herrell DeGraff, 183 
Home Service and the Health Home—Harry Restofski, 129 
How We Get Volume Sales of Water Heaters—J. H. K. 
Shannahan, 189 
Management’s View of the Power Sales Job—Sherman R 
Knapp, 181 
Swivel Chairs for Sale—E. P. Werley, 152 
Why My Company Thinks It Is Good Business to Cooper- 
ate with an Electrical League—Will T. Clark, 17 
Schuchert (J. S.) Wins James H. McGraw Award, 280 
Secondary Canacitors—Chase Hutchinson, 131 
Sleeve or Ball Bearings for Generating Station Motors, 303 
Socialism as a Competitor—George M. Gadsby, 115 
Some Practical Aspects of Depreciation Accounting—Arthur 
H. Kuhn, 199 
Special Convention Musical Program to Be Presented Through 
Courtesy of Westinghouse, 102 
Struggle for Power—W. C. Mullendore, 261 
Study of Annual Reports to Stockholders for 1951 
427 
Subject: Christmas, 13 
Super-Specialization—Paul Lupke, 51 
Swivel Chairs for Sale—E. P. Werley, 152 
System Planning and Maintenance 
Big Storm—Harry S. Furlong, 81 
Planning for Growth on the System of the Dayton Power 
and Light Company—H. E. Deardorff, 8 
Planning Kilovar Supply—C. H. Hoffman, 295 


E. E. Roll, 





¥ 
Taxation 
Balanced Electric Company Sales Program—Walter H. 
Sammis, 117 
Economy in Local Government Is Your Job—Garth A. 
Shoemaker, 49 
Operating Function of No Concern to Public Power Proj- 
ects—Ann F. Lord, 307 
Rising Costs and Utility Regulation—James R. Durfee, 19 
Teamwork and Safety Training Underlie Presentations of EEI 
Resuscitation Medals, 57 
This Business of Government—Hon. Wallace F. Bennett, 237 
Top Business Executives See Preview of GE Motion Picture, 398 
Transmission and Distribution 
A-C Resistance of Pipe-Cable Systems with Segmental 
Conductors, 87 
Aluminum Conductor and Connectors—C. E. Baugh, 185 
Big Storm—Harry S. Furlong, 81 
Planning for Growth on the System of the Dayton Power 
and Light Company—H. E. Deardorff, 8 
Secondary Capacitors—Chase Hutchinson, 131 








Transn 
Ch 


De 
St. 
Twenti 


Twenty) 


Using 
Utility 


Utility 


Vision 


Acker, 
E> 
Appley 
M: 


Baugh. 
Al 
Belche 
In 
Bennet 
Tl 


Bennio 


He 


Cisler, 
El 
Clark, 
Ww 


Cordin 
Or 
Corett 
Fi 
Cree, / 
W 


Cutter. 
Al 


Deardc 
Pl 


DeGrat 
Fz 
Durfee 
Ri 


Eberle. 
De 
Englar 
El 


M: 
Ww 
Fletche 
Po 


Foote, 
Re 


e, 19 
Sys- 


fer— 


etric 
ns of 


19 
iven- 


| Mil- 


Com- 


\rthur 


rough 


. Roll, 


Power 


ter H. 
rth A. 
- Proj- 


fee, 19 
of EEI 


O87 
ire, 398 
‘mental 
185 


, 


Power 


TF seh oso eet 








EDISON ELECTRIC INSTITUTE BULLETIN 


Transmission and Distribution Committee 
Chicago Meeting, 201 
Dallas Meeting, 437 
St. Louis Meeting, 90 
Twentieth Annual Convention Sets Sights for Further Indus- 
try Progress, 209 
Twenty-One Million Man-Hours of Safe Operation Honored 
by Safety Merit Awards, 264 


U 


Using the Commercial Department to Sell “More Power from 
Niagara”—W. A. Lyons, 153 

Utility Executive Development Program to Be Offered Again 
This Summer, 4 

Utility Management Workshop to Be Held at Columbia Uni- 
versity in August, 148 


Vv 


Vision in Power—Philip Sporn, 177 


Page 7 


W 
Water Resources Development 
Complexities of a National Water Policy—Abel Wolman, 
248 
Far-Reaching Implications of the Niagara Controversy— 
Earle J. Machold, 227 
Federal Power in the Missouri Valley—N. B. Gussett, 149 
Investor Development of Rivers Subject of Wisconsin State 
Fair Exhibit, 365 
Using the Commercial Department to Sell “More Power 
from Niagara”—W. A. Lyons, 153 
We Are Pioneers—B. L. England, 371 
What Are the Power Needs and Resources of New England ?— 
Albert A. Cree, 393 
Why My Company Thinks It Is Good Business to Cooperate 
with an Electrical League—Will T. Clark, 17 
Why of Area Development—Paul V. Hayden, 73 
Wisconsin Company Wins Americanism Award, 240 
Wisconsin Public Service Establishes Award for Employee Con- 
tributing Most to Customer Relations, 197 





Authors’ Index 


A 
Acker, Ernest R. = a 
Executive and Supervisory Training and Development, 265 
Appley, Lawrence A. 
Managing to Have Good Management, 232 


B 
Baugh, C. E. 
Aluminum Conductor and Connectors, 185 
Belcher, Harold T. 
Interviewing Salesmen, 194 
Bennett, Hon. Wallace F. 
This Business of Government, 237 
Jennion, Dr. Adam 
How Do Thoughtful Youngsters Choose Careers Today ?, 
244 
C 
Cisler, Walker L. 
Electric Power Systems and Nuclear Power. 289 
Clark, Will T. 
Why My Company Thinks It Is Good Business to Cooper- 
ate with an Electrical League, 17 
Cordiner, Ralph J. 
On Some Aspects of Management, 25 
Corette, J. E. 
Future of Private Power Companies, 251 
Cree, Albert A. 
What Are the Power Needs and Resources of New Eng- 
land ?, 393 
Cutter, Dr. Walter A. 
Are You Leading Your Safety Program?, 223 


D 

Deardorff, H. E. 

Planning for Growth on the System of the Dayton Power 

and Light Company, 8 

DeGraff, Herrell 

Farmer and His Problems, 183 
Durfee, James R. 

Rising Costs and Utility Regulation, 19 


E 
Eberle, E. R. 
Development of Management Employees, 191 
England, B. L. 
Electric Industry’s Future Under Investor Ownership Is 
Assured, 323 
Making Electricity Do More and 
Farmer, 417 
We Are Pioneers, 371 


Earn More for the 


F 
Fletcher, B. J. 
Power Regained by Cleaning Santeetlah Tunnels, 431 
Foote, J. H. 
Recent Engineering Advances in Electric Power Supply 
Systems, 219 


Furlong, Harry S. 
Big Storm, 81 


G 
Gadsby, George M. 
President’s Address, 215 
Socialism as a Competitor, 115 
Gaskill, J. Frank 
Area Development Institute at Yale University, 281 
Gaty, L. R. 
How Do Thoughtful Youngsters Choose Careers Today? 
9 


Gill, Murray F. 

Do We Need to Step Up Our Selling Efforts Now?, 421 
Gussett, N. B. 

Federal Power in the Missouri Valley, 149 


H 

Hayden, Paul V. 

Why of Area Development, 73 
Hoffman, C. H. 

Planning Kilovar Supply, 295 
Huben, E. M. 

Case History of a Vacationland, 423 
Hutchinson, Chase 

Secondary Capacitors, 131 


K 

Keegan, George R. 

Area Development Activities of Electric Companies, 45 
Kline, Allan B. 

America’s Defense and the American Way, 269 
Knapp, Sherman R. 

Management’s View of the Power Sales Job, 181 
Kuhn, Arthur H. 


Some Practical Aspects of Depreciation Accounting, 199 
L 
Larkin, F. L. 
Recruiting and Maintaining Middle-Management Man- 


power, 33 
Liversidge, Horace P. 
American Enterprise, Freedom's First Line of Defense, 65 
Lord, Ann F. 
Operating Function of No Concern to Public Power Proj- 
ects, 307 
Lupke, Paul 
Super-Specialization, 51 
Lyons, W. A. 
Using the Commercial Department to Sell “More Power 
from Niagara,” 153 


M 
Machold, Earle J. 
Far-Reaching Implications of the Niagara Controversy, 227 





Page 8 


Maher, J. R. 


Customer , Opinion Surveys—the Professional Approach. 


160 

Malott, Deane W. 

On the Frontiers Where Industry and Education Meet, 241 
Metcalfe, H. S. 

Components of a Strong Public Relations Program, 77 
Monteith, A. C. 

Make the Most of Engineering Manpower, 157 
Mullendore, W. C. 

Struggle for Power, 261 
Myers, J. C. 

Current Look at Frauds and Embezzlements, 163 


Mc 
McAfee, J. W. 
Fallacies of “Public Ownership,” 1 
McCance, Pressly H. 
Opportunity Unlimited, 145 


N 
Nichols, Charles J. 


How Much Internal Auditing Is Enough?, 165 


O 
Oakes, Charles E. 
Competitions Affecting Industry—Productive and Destruc- 
tive, 121 
Ogden, C. F. 


Keeping Pace with Purchasing Progress, 277 


P 

Patton, Arch 

Incentive Compensation for Middle Management in a Pub- 

lic Utility, 273 

Pennypacker, R. M. 

Operation and Maintenance of Metalclad Switchgear, 85 
Price, Gwilym A. 

Planningest People, 294 


R 
Restofski, Harry 
Home Service and the Health Home, 129 
Robinson, Kinsey M. 
Opportunities for Accountants in Public Relations, 125 


EDISON ELECTRIC INSTITUTE BULLETIN 


Roll, E. E. : - 
Study of Annual Reports to Stockholders for 1951, 427 


S 
Sammis, Walter H. 
Balanced Electric Company Sales Program, 117 
Sandeen, Carl E. 
Forecasting Techniques, 195 
Seaff, H. H. 
Long-Range Forecasting, 399 
Shannahan, J. H. K. 
How We Get Volume Sales of Water Heaters, 189 
Shoemaker, Garth A. 
Economy in Local Government Is Your Job, 49 
Silver, A. E. 
Pioneering and Development of Electrical Service to the 
Farm, 403 
Skinner, Merrill E. 
EEI Commercial News Briefs, 53 
Smith, Allan A. 
Encroachment: the 
Power, 337 
Sporn, Philip 
Nuclear Powe.’s Place in U. S. Electric Power Supply— 
Present and Prospective, 411 
Vision in Power, 177 


Drive Toward Federal Control of 


- 
Thuerk, H. C. 
Accident Prevention Pays Off, 5 
Turner, W. O. 
How Do Thoughtful Youngsters Choose Careers Today?, 
244 
V 
Verdin, F. E. 
How Do Thoughtful Youngsters Choose Careers Today?, 
244 
Industrial Relations Conference Program, 343 


W 
Werley, E. P. 
Swivel Chairs for Sale, 152 
Williamson, O. R. 
Are We Doing Half as Well as We Know How?, 137 
Wolman, Abel 
Complexities of a National Water Policy, 248 


os & 








